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Message Text 


UNCLASSIFIED 

PAGE 01 IAEA V 09938 032353Z 
66 

ACTION SCI-06 

INFO OCT-01 10-14 ISO-OO DRC-01 RSC-01 /023 W 

018656 

R 031336Z DEC 73 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 812 
INFO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 9938 

E.O. 11652: N/A 
TAGS: TECH, IAEA 

SUBJECT: CF-52 RADIATION SOURCES 
REF: STATE 225964 

L LERCH, IAEA CONTACTED CHRISTIE AND CHURCHILL HOSPITALS, 

AS SUGGESTED REFTEL. REPLY FROM DR. BRIAN 
STEDEFORD, DEPT OF RADIOTHERAPY, CHURCHILL HOSPITAL, 

HEADINGTON, OXFORD, OX3-7LJ, READS IN PART QUOTE WE WERE 
UNAWARE THAT THERE WERE ANY ARRANGEMENTS FOR FORWARDING THE 
SOURCES NOW IN OUR POSSESSION TO VIENNA WHEN THEY WERE NO 
LONGER OF USE TO OURSELVES, ALTHOUGH WE WOULD HAVE NO OBJECTION 
TO DOING SO IF THIS WERE AUTHORIZED BY THE USAEC UNQUOTE. 

2. DR. DAVID GREENE, PHYSICS DEPT, CHRISTIE HOSPITAL 
AND HOLT RADIUM INSTITUTE, WITHINGTON, MANCHESTER 20, 

REPORTS SIMILAR LACK OF AUTHORIZATION. 

3. REQUEST AUTHORIZATION BE TELEGRAPHED TO STEDEFORD 
AND TO FREENE SOONEST, WITH INFO COPY TO MISSION. 

TAPE. 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, SCIENTIFIC COOPERATION 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 DEC 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973IAEAV09938 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: IAEA VIENNA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 250/aaaabklj. tel 

Line Count: 47 
Locator: TEXT ON-LINE 
Office: ACTION SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: STATE 225964 

Review Action: RELEASED, APPROVED 

Review Authority: kellerpr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 17 SEP 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17-Sep-2001 by thomasv0>; APPROVED <19-Dec-2001 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CF-52 RADIATION SOURCES 
TAGS: TECH, IAEA, AEC 
To: STATE 
Type: TE 
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